PURIFICATION   OF   GASES.
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Of entirely different construction are the apparatuses which are
built by Schutte and Koerting, Philadelphia, Pa., for absorbing gases
and condensing vapors. Here an extremely fine spray of water, pro-
duced by the above described spray nozzles, is applied to the gas
mixture. Fig. 242 shows an installation of this type for the absorp-
tion of hydrofluoric acid gas. A hood is placed over the pit and is
connected to a wooden tower, to the top of which spray nozzles are

Frc. 243.    CONDENSING FOUL VAPORS.
attached.    The vapors free of hydrofluoric acid gas pass through the
outlet to a chimney or fan.
An arrangement of the same type for condensing foul vapors is
shown in Fig. 243. The fumes are sucked off by means of a water
jet exhauster and pressed into the absorption chamber, in which
spray nozzles are installed, which treat the gases on their way up
and down in the chamber, the latter being equipped with proper
partitions.